


Certificado eEvid 1VP5T1R2103LR 


EEVIDENCE certifica que todos los datos incluidos en este documento corresponden al email enviado por fernandaprolagmail.com a través del 
servicio eEvidence, con fecha 2022-05-01 20:09:38+02:00 e identificado como eEvid 1VP5T1R2103LR. Se incluye una versión impresa de la cabecera 
y cuerpo del mensaje del email. También se incluye una copia completa del email original, como adjunto. Recupera el email original desde el panel 
de Navegación de Adjuntos con Adobe Reader o Adobe Acrobat. 


Barcelona, 2022-05-01. 


DATOS IDENTIFICATIVOS DEL EMAIL 


Identificador eEvid: 1VP5T1R2103LR 
Fecha de recepción: 2022-05-01 20:09:38+02:00 


Remitente: fernandaprolafigmail.com 

IP de origen: [181.117.93.54] (181.117.93.54) 
Destinatarios: fernandaprolafigmail.com 

Asunto del email: Mensaje de prueba de Microsoft Outlook 


Archivos adjuntos: 


HUELLAS DIGITALES (HASH SHA-256) OBTENIDAS 


Email original: email.1VP5T1R2103LR.eml (ver panel de Adjuntos) 
Huella (Hash): 058c37fee89eb8d17c06c30ce22371bbdb6663a36e329d4e6c33d036f41ad5840 


CONFIRMACIÓN DE ENTREGA A CADA DESTINATARIO 


Destinatario: fernandaprolafigmail.com 


Email aceptado en destino: Si. HOST: gmail-smtp-in.l.google.com; IP: 142.251.5.27 
Fecha de entrega: 2022-05-01 20:09:40+02:00 
Detalle de la entrega: 250 2.0.0 OK 1651428580 16-20020a5d6746000000b002078f8293edsi8990977wrw.563 - gsmtp 








eEvid Certificate 1VP5T1R2103LR 


EEVIDENCE certifies that all the information contained herein corresponds to the email sent by fernandaprola+gmail.com through the eEvidence 
service, dated on 2022-05-01 20:09:38+02:00 and identified as eEvid ID 1VP5T1R2103LR. A printed version of the email header and message body is 
included here. A full copy of the original email is also available, as an attachment. Retrieve the original email from the Attachment Navigation pane 
with Adobe Reader or Adobe Acrobat. 


Barcelona, 2022-05-01. 


EMAIL IDENTIFICATION DATA 


eEvid ID: 1VP5T1R2103LR 

Date received: 2022-05-01 20:09:38+02:00 
Sender: fernandaprolafigmail.com 

Source IP: [181.117.93.54] (181.117.93.54) 
Recipients: fernandaprolafigmail.com 


Email subject: Mensaje de prueba de Microsoft Outlook 
Attachments: 
OBTAINED ELECTRONIC FOOTPRINTS (SHA-256 HASH) 


Original email:  email.1VP5T1R2103LR.eml (view Attachment's panel) 
Footprint (Hash): 058c37fee89eb8d17c06c30ce22371bbdb666336e329d4e6c33d036f41ad5840 


CONFIRMATION OF DELIVERY TO EACH RECIPIENT 


Recipient: fernandaprolafigmail.com 


Email accepted at destination: Yes. HOST: gmail-smtp-in.l.google.com; IP: 142.251.5.27 
Date delivered: 2022-05-01 20:09:40+02:00 
Transmission details: 250 2.0.0 OK 1651428580 16-20020a5d6746000000b002078f8a293edsi8990977wrw.563 - gsmtp 
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Mensaje de prueba de Microsoft Outlook 


multipart/alternative; boundary="----=_NextPart_000_002A_01D85D6D.791A1300" 


"eEvidence 





Mensaje de correo electrónico enviado automáticamente por Microsoft Outlook al comprobar la configuración de su cuenta. 





